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INFO OCT-01 ISO-OO EB-08 CCO-OO PASO-OO /021 W 

070854 121322Z/53 

R 101344Z MAR 78 
FM AMCONSUL ZAGREB 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5070 
AMEMBASSY BELGRADE 

UNCLAS ZAGREB 210 

E.O. 11652: N/A 
TAGS: BTIO, YO 

SUBJECT: FOREIGN CALL FOR TENDER 

FOR VIRGINIA YORIO FOR J. S. WALKER 
GENERAL ELECTRIC CO. 

570 LEXINGTON AVE. 

NEW YORK, N.Y. 10002 TELEX: RCA 234 698 

SUMMARY. LEADING YUGOSLAV OIL AND GAS DRILLING AND PROCESSING 
ENTERPRISE INA WISHES TO PURCHASE ONE COMPLETE OIL AND GAS 
HEATER, SKID MOUNTED, WITH AUTOMATIC TEMPERATURE REGULATION 
FOR WORK ON OIL AND GAS FIELDS. END SUMMARY. 

1. 479/02/T0009 

2.031078 

3. RABRADTKE 

4. 479 YUGOSLAVIA 

5. Y - MANUFACTURER 

6A. REPLY TO - 
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6B. INA-NAFTAPLIN 
OOUR KOMERCIJALA I 
REALIZACUA ZAJEDNICKOG 
POSLOVNOG REZULTATA 

6C. PROLETERSKIH BRIGADA 78, 41000 ZAGREB, YUGOSLAVIA 
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7. SLUZBENI LIST NO. 1 1 

8. 060178 

9. 204 9A. FOREIGN COMMERCIAL TENDER 

10. DESCRIPTION. 

35333XXX/0000 ONE COMPLETE OIL AND GAS HEATER WITH AUTOMATIC 
TEMPERATURE CONTROL, SKID-MOUNTED TO BE USED ON OIL AND GAS 
FIELDS. THE HEATER SHOULD BE CONSTRUCTED SO AS TO ALLOW OIL 
AND GAS TO BY-PASS THE HEATER IF NECESSARY. THE OIL AND GAS 
SHOULD BE HEATED BY PASSING THROUGH TUBES IN A WATER BATH INTO 
WHICH GLYCOL COULD BE POURED IN CASE OF VERY LOW OUTSIDE TEM- 
PERATURES. MAXIMUM INFLOW PRESSURE OF OIL AND GAS SHOULD BE 
60 BARS. THE CAPACITY OF THE HEATER IS 250,000 KILO CALORIES 
PER HOUR. HEATING IS DONE BY EXCHANGEABLE FLAME TUBE. BURNING 
FLUID: 60-90 PERCENT CH4. THE FLAME TUBE SHOULD BE DESIGNED 
SO AS TO ALLOW ATTACHMENT TO A PROPANE/BUTANE CONTAINER. 

11. OTHER TECHNICAL DATA AND DELIVERY CONDITIONS WILL BE ISSUED 
UPON WRITTEN REQUEST SENT TO THE ADDRESS AS IN PARAS 6B. AND 
6C. THE REQUESTS SHOULD CARRY THE SPECIFICATION NUMBER 
"3071-R". BIDS IN FIVE COPIES SHOULD BE SENT TO THE SAME 
ADDRESS. KAISER 
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NOTE BY OCT: PASSED ABOVE ADDRESSEE. 
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